ETag: "bf6965e2110f1623d5eeabe76a4088e5"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 8537
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: JUDGE D. BROCK HORNBY
x-archive-meta-case-cause: 42:405 Review of HHS Decision (DIWC)
x-archive-meta-case-name: CLARK v. SOCIAL SECURITY ADMINISTRATION COMMISSIONER
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: med
x-archive-meta-date-case-filed: 2011-10-04
x-archive-meta-date-case-terminated: 2012-07-17
x-archive-meta-docket-num: 2:11-cv-00373
x-archive-meta-jurisdiction: U.S. Government Defendant
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 863 Social Security: DIWC/DIWW
x-archive-meta-pacer-case-num: 41939
x-archive-meta-referred-to: MAGISTRATE JUDGE JOHN H. RICH III
x-archive-queue-derive: 0
x-upload-date: 2012-12-14T16:30:55.000Z
